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A. C. LINE & MAIN POWER SUPPLY 


cowm: CLASSE AUDIO INC. 

TITLE: DR-4/41 PREAMPLIFIER 

PESO: A. C. LI NE 4 MAIN POWER SUPPLY 

DRAWING NO: 40010R2-1 

DRAWN: DJR DATE: JAN. 29/91 SHEET: I OF 5 
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MOVING COIL PHONO (LEFT CH. ) 



REVIS 

IONS: 


PART NUMBER 

WAS 

IS 

DATE 

C2 

3300PF/63V 

1000PF/100V 

JUL. 4/91. 





COMPANY: 

CLASSE 

AUDIO INC. 

TITLE: 0R-4/4L PREAMPLIFIER 


DESC: PHONO 

POWER SUPPLY; MOVING COIL PHONO 

DRAWING NO: 

4001 OR2-2 
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company: CLASSE AUDIO INC, 

TITLE: DR-4/4 L PREAMPLIFIER 
DESC: MOVING MAGNET PHONO 

DRAWING NO: 40010R2-3 

DRAWN: QJR DATE: JAN. 29/91. SHEET: 3 OF 5 












































DRAWN: DJR | DATE: JAN. 29/91 j SHEET: 5 OF 5 















